

















Members present: Howard Lutz, Keith 
Miller, Douglas Jones, Dean Battley and 
Keith Norris—5. 


Inspectors present: Dale Hoover and Ray 
Dwyer—2. 


Inspector excused: James Rice_.1. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. Minutes of the last 
meeting were read and approved as printed. 


Robert Flinton, 1531 New York Avenue, 
Lansing, Michigan applied for a home- 
owners permit to install a 100 amp service 
at his home at the above address. A draw- 
ing and utility spot was presented. The 
drawing was incomplete and questions were 
mot properly answered, Permit was denied. 


Robert Wallace, 1218 Cleveland Street, 
Lansing, Michigan aplied for a home- 
owners permit to install a 100 amp service 
at his home the above address. A drawing 
and utility spot was presented and ques- 
tions answered, 


Motion was made by Mr. Lutz, seconded 
iby Mr. Miller that the permit be granted 


Passed. 


Melvin Courser, 724 Princeton Street, 
Lansing, Michigan applied for a home- 
owners permit to install a 100 amp service 
at his home, the above address, A drawing 
land utility spot was presented and ques- 
ions answered. 


Moion was made by Mr. Battley, second- 
led by Mr. Jones that the permit be granted. 


Passed. 


Henry Mahlow, 4901 Juniper, Lansing 
ichigan applied for a home-owners per- 
it to install a 100 amp service at his home, 
he above address. A drawing and utility 
spot was presented and questions answered. 
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Motion was made by Mr. Jones, seconded 
by Mr. Miller that the permit be granted. 


Passed. 


James Mercer, 1015 Parkdale, Lansing, 
Michigan requested permission to write the 
“MJ” examination. Permission was grant- 
ed to write at the next regular examination 
night. 


Randy Norton, 1922 W. Jolly Road, Lan- 
sing, Michigan reqquested permission to 
write the “J” examination. He presented 
proof of training. 


Motion was made by Mr. Miller, seconded 
by Mr. Lutz, that Mr. Norton be granted 
Permission to write at the next examina- 
tion night. 


Passed. 


Richard Skokan, 1011 N. Larch Street, 
Lansing, Michigan requested permission to 
write the “J”? examination. He presented 
proof of training. 


Motion was made by Mr. Jones, seconded 
by Mr. Miller that Mr. Skokan be granted 
permission to write at the next examina- 
tion night. 


Passed. 


A sample fixture was submitted to the 
board. This fixture was examined and re- 
ceived the boards approval. 


Meeting adjourned at 9:30 p.m. 


Respectfully submitted, 


RAY J. DWYER. 
Secretary 
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Members present: Howard Lutz, Keith 
Miller, Dean Battley and Douglas Jones—4. 


Members excused: Keith Norris—1. 


Inspectors present: Dale Hoover, James 
Rice and Ray Dwyer—3. 


Meeting called to order at 7:00 P.M. by 
Acting Chairman Battley. 


Minutes of the last meeting were read 
and approved as printed. 


Rodney Fast, 1506 E. Mt. Hope. Lansing, 
Michigan requested permission to write the 
“J” journeyman’s examination. He pre- 
sented proof of training. 


Motion was made by Mr. Jones, seconded 
by Mr. Miller that Mr, Fast be granted 
permission to write at the next examina- 
tion night. 


Passed. 


Dennis A, Fellows, 1918 Beal Avenue, 
Lansing, Michigan requested permission to 
write the “J‘’ journeyman’s examination. 
Permission was granted and Mr. Fellows 
started writing the “J’’ examination. 


Marlin Bishop, James Mercer, and 
Thomas Glennon were approved to write 
the Master journeyman’s examination. 


Dennis Fellows, John A. Tallman, Rich- 
ard Skokan and Randy R. Norton were ap- 
proved to write the Journeyman’s examina- 
tion, 


Examinations were started in separate 
rooms under the supervision of Mr. Hoover 
and Mr. Lutz. 


Edward Boucher, 1414 Loraine, Lansing, 
Michigan applied for a home-owners permit 
to install a 150 amp service at his home, 


the above address. A drawing and utility 
spot was presented. The drawing was in- 
complete and questions were not properly 
answered. Permit was denied. 


Robert Rogers, 927 S. Grand Avenue, 
Lansing, Michigan applied for a home- 
owners permit to install a 100 amp service 
at his home, the above address, A drawing 
and utility spot was presented and ques- 
tions answered, 


Motion was made by Mr. Lutz, seconded 
by Mr. Jones that the permit be granted. 


Passed. 


Mr. W. F. Miller, 5122 N. Grand River, 
Lansing, Michigan appeared before the 
board for special permission to install a 
pre-wired house for Commercial use on his 
property at the above address, Permission 
granted if Mr. Miller is willing to rewire 
this building to meet the electrical ordi- 
nances for commercial buildings. Mr. Mil- 
ler agreed to the Boards decision. 


Mr. Charles Smith, 1408 W. Rundle, 
Lansing, Michigan requested permission to 
write the “J” Journeyman’s examination. 
Permission was granted to write at the 
next regular examination night. 


Inspectors field problems were discussed 
at length. Also, the new elctrical ordi- 
nance was discussed. 


Meeting adjourned at 10:35 P.M. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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Members present: Howard Lutz, Keith 
Miller, Deane Battley, Douglas Jones and 
Keith Norris—5. 


Inspectors present: Dale Hoover James 
Rice and Ray Dwyer—-3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as printed. 


Paul Ulrich, 1600 West Jolly Road, 
Lansing, Michigan, applied for a home 
owners’ permit to install a 100 amp ser- 
vice at his home, the above address. A 
drawing and utility spot was presented 
and questions answered. 


Motion was made by Mr. Battley and 
seconded by Mr. Miller that the permit be 
granted. 


Passed. 


Edward J. Boucher, 1414 Loraine, Lan- 
sing, Michigan, applied for a home own- 
ers’ permit to install a 150 amp service at 
his home, the above address. A Drawing 
and utility spot was presented and ques- 
tions answered. 


Motion was made by Mr. Lutz and 
seconded by Mr. Jones that the permit be 
granted. 


Passed. 


Carl Clarke, 1536 Knollwood Avenue, 
Lansing, Michigan, applied for a home own- 
ers’ permit to install a 100 amp service at 
his home, the above address. A drawing 
was presented but no utility spot. The 
drawing was incomplete and the permit 
denied. 


Lionel Mohre, 1950 Willoughby Road, 
Mason, Michigan appeared before the board 
for a I.M.J, license. Mr. Mohre was ex- 
amined and met all requirements. 


Motion was made by Lutz and seconded 
by Mr. Jones that Mr. Mohre be granted 
a I.M.J. license. 


Passed, 


Examinations were corrected from the 
previous examination night, Passing grade 
was received by Marlin Bishop for a “MJ” 
Master Journeyman license. 


Electrical installations were discussed. 


Meeting adjourned at 9:30 P.M. 


Respectfully submitted, 
RAY J. DWYER, 
Secretary. 
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Members present: Howard Lutz, Keith 
Miller, Deane Battley and Keith Norris 
—4, 


Members excused. Douglas Jones—1. 


Inspectors Present: James Rice, Dale 
Hoover and Ray Dwyer—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris, 


Minutes of the last meeting were read 
and approved as read. 


Glennden Erwin requested renewal of 
his contractor's license. 


Renewal granted by the Board. 


Moses Terry, 608 S. Mifflin, Lansing, 
Michigan requested permission to install 
a 100 amp service in his daughter’s home. 


Permission was denied. 


John Shumway, 1014 R. G. Curtis, Lan- 
sing, Michigan applied for a home-owners 
permit to install a 100 amp service at this 
home, the above address. A drawing and 
utility spot was presented and questions 
answered, 


Motion was made by Mr. Miller and 
Seconded by Mr. Battley that the permit 
be granted. 


Passed. 


Charles Ulch, 565 Denver, Lansing, Mich- 
igan, applied for a home-owners permit to 
install a 100 amp service at his home, the 
above address, A drawing and utility spot 
was presented and questions answered. 


Motion was made by Mr. Lutz and 
seconded by Mr. Miller that the permit be 
granted. 


Passed. 


Daniel E. Wilkins, 313 N, Clemens, Lan- 
sing Michigan requested permission to write 
the Class J, Journeyman’s examination. 


Permission was granted to write at the 
next regular examination night. 


Wayne Thurber, 3923 Clayborn, Lansing, 
Michigan requested permission to write 
the Class J, Journeyman’s examination. 


Permission was granted to write at the 
next regular examination night. 


Ronald Downey, 3528 Glennwood Ave- 
nue, Lansing, Michigan requested permis- 
sion to write the “MJ’’ Master Journey- 
man examination. 


Permission was granted to write at the 
next regular examination night. 


John Phillips, 1111 Walsh Street, Lan- 
sing, Michigan requested permission to 
write the “J” Journeyman’s examination. 


Permission was granted to write at the 
next regular examination night. 


Rolland Whittaker, 821 Cooper Avenue, 
Lansing, Michigan requested permission to 
write the “J” Journeyman examination, 


Permission was granted to write at the 
next regular examination night. 


Lansing Electric Company submitted fix- 
tures from 802 E. Michigan, Lansing, Mich- 
igan for approval. 


The fixtures was examined and correc- 
tions are required for fina] approval, using 
U.L. candelabra base lamp holders, and 
fixture wiring according to Article 410 of 
the National Electric Code 1968 Edition. 


Carl Ash of Ash Electric submitted fix- 
tures from 2706 N. Grand River, Lansing, 
Michigan for approval. 


The Board denied approval of this fixture, 
because of the combustible materials and 
type of wiring used. 
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Motion was made by Mr. Miller and 
seconded by Mr. Lutz that the above fix- 
tures be removed from the building. 


Passed. 


Ken Smith, 1901 W. Saginaw, Lansing, 
Michigan, owner of Michigan Brass and 
Electric Company appeared before the 
board for permission to have a Combina- 
tion Service Entrance Section (Cutler 
Hammer) type installed at his piace of 
business, the above address. 


Motion was made by Mr. Battley and 
seconded by Mr. Miller that permission be 
granted for the above type of installation. 


Passed. 





APRIL 26, 1971 


Leon Sparks, 1008 Hickory, Lansing, 
Michigan requested a “MJ” Master 
Journeyman license. Request denied. 


Motion was made by Mr. Lutz and 
seconded by Mr. Battley that Mr. Sparks 
would be required to write the “MJ” 
Master Journeyman’s examination. 

Passed. 


Meeting adjourned at 10:30 p.m. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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The March 16th meeting of the Lansing 
Housing Commission was called to order 
by President Owen. 


ROLL CALL 


Present: Commissioners Clapp, Hagerty, 
Owen—3. 


Absent: Commissioners Riley, Sliker—2. 


Others in attendance: Mr. N. D’Haene, 
Architectural Inspector. 


The minutes of the previous meeting were 
corrected and approved as corrected. 


CORRESPONDANCE 


1. A letter of coneurrance from HUD for 
the selection of Mateer-Pentecost and King- 
Holman to build 52 units of Multi-family 
and 48 units of 1 and 2 family housing 
units. 


DIRECTOR’S REPORT 


MICH. 58-1 (Leased Housing)—f4 units 
in Program at present. No report has 
been received from the Detroit office re- 
garding the request of a new building cost 
for the construction of a two bedroom unit 
in preparation of refiguring the subsidy. 


_MICH. 58-2 (Mt. Vernon Park)—3 vacan- 
cles 


The Managers are in the process of 
making plans to inspect units and condi- 
tion the grass in the early spring. 


Mich. 58-3 
vacancies 


(Hildebrands Park)—No 


The Managers are in the process of 
making plans to inspect units and condi- 
tion the grass in the early spring. 


MICH, 58-4 (Acquisition)—-No vacancies 


The Managers are urging the residents 
to be cognizant of cleaning up after the 
winter snow recedes. 


MICH. 58-5—(54 units to be built by 
Mulder and Sons) 


The Amendatory for Projects 1, 2, 3, 4, 
6, 7, 8, 9, 10 to allow for the inclusion of 
58-5, was sent to Detroit for processing. 


Mr. Mulder is submitting the final 
materials for a Contract of Sale for the 
54 units which he is to build for the Lan- 
sing Housing Commission. Some of the 
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Members present: Howard Lutz, Deane 
Battley, Douglas Jones, Keith Miller and 
Keith Norris—5. 


Inspectors present: Dale Hoover, James 
Rice and Ray Dwyer—3. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as read. 


Glenn Putnan, 6015 Annapolis, Lansing, 
Michigan requested a “MJ’’, Master Jour- 
neyman’s License. 


Request denied. 


Motion was made by Mr. Jones and sec- 
onded by Mr. Lutz that he be required to 
write the “MJ” Master Journeyman’s ex- 
amination. 


Passed. 


Francis Quick, 1029 Reed Street, Nash- 
ville, Michigan requested a transfer of his 
“IMJ” Industrial Master Journeyman’s li- 
cense from Lansing Stamping Company, 
1159 S. Pennsylvania, Lansing, Michigan 
to National Welding of Michigan, Inc., 805 
Vine Street, Lansing, Michigan. 


Motion was made by Mr. Battley and sec- 
onded by Mr. Miller that the transfer of 
license be granted. 


Passed, 


James Lindow, 425 S. Clemens, Lansing, 
Michigan requested permission to install a 
100 amp service at his home, the above 
address. A utility spot was presented, but 
his drawing was incomplete. Permit was 
denied. 


Thomas Benner, Daniel FE. Wilkins, 
Charles F. Smith, Jr., John Phillips, Ron 
Whittaker and Wayne Thurber were ap- 
peeve! to write the journeyman’s exami- 
nation. 


Vern Schuchaskie, Ronald Downing and 
James Krauss were approved to write the 
master journeyman’s examination. 


Examinations were started in separate 
rooms, under the supervision of Mr. Hoover 
and Mr. Lutz. 


Field problems and licensing were dis- 
cussed at length. 


Meeting adjourned at 10:30 p.m. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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Members present: Howard Lutz, Keith 
Norris, Douglas Jones, Keith Miller and 
Deane Battley—5. 


Inspectors present: Dale Hoover and Ray 
Dwyer—2. 


Inspectors excused: James Rice—1. 


Meeting called to order at 7:00 P.M. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as read. 


Harvey Chadwell, 1129 N. Washington, 
Lansing, Michigan presented a lighting fix- 
ture to the Board for approval. This fix- 
ture was examined and approved as pre- 
sented, with the letter of approval by the 
City Fire Marshal, Phil Alber, for tempera- 
ture test made by his department of said 
fixture. 


Motion was made by Mr. Jones and sec- 
onded by Mr. Battley that these be accepted 
as presented. 


Passed. 


David Oles, 1118 Southfield, Lansing, 
Michigan applied for a homeowners permit 
to install a 100 AMP service at his home, 
the above address. A drawing and utility 
spot was presented and questions answer- 
ed. 


Motion was made by Mr. Battley and 
seconded by Mr. Jones that the permit be 
granted. Passed. 


David Hubler, 1000 Cawood Street, Lan- 
sing, Michigan applied for a home-owners 


permit to install a 100 amp service at his 
home, the above address. A drawing and 
utility spot was presented and questions 
answered. 


Motion was made by Mr. Lutz and second- 
ed by Mr. Jones that the permit be granted. 


Passed. 


John Brewer, 5188 Balzer Street, Lansing, 
Michigan applied for a home-owners permit 
to install a 150 amp service at his home, 
the above address, A drawing and utility 
spot was presented. The drawing was in- 
complete. The permit was denied. 


William Haynes, Jr., 835 Lincoln Avenue, 
Lansing, Michigan requested permission to 
write the “MJ” Master Journeyman’s ex- 
amination. Permission was granted to write 
at the next regular examination night. 


Examinations were corrected from the 
previous examination night. Passing grades 
were received by James L. Krauss, Ronald 
Downing, Rolland Whittaker, Wayne Thur- 
ber and John Phillips for electrical licenses. 


Nomination of officers were in_ order. 


Elected Board Chairman was Keith B. Nor- 
ris and Vice-Chairman was Howard Lutz. 


The meeting adjourned at 10:00 P.M., 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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north side of Marcus St. from Francis Ave. 
to Hayford St. 


Yeas—6; Nays—0. 


Carried. 


A review of the Intersection Accident 
Report showed a noticeable decrease of ac- 
cidents in the City of Lansing. 


Mr. Guilford inquired about the ordinance 
on bicycle riding on city sidewalks and the 
danger of cyclists riding in the street with 
traffic. There has been an increase in 
bicycle riding within the last five years. 
Secretary Hayes explained the regulations 
permitting riding of bicycles on sidewalks 
in residential areas but not in the central 
business district. 


Mrs. Guilford asked what was being done 
about the hazardous conditions on S. Cedar 
St. in the vicinity of the K-Mart discount 
store. Mr. Pohl stated that a TOPICS 
project is being prepared to provide for a 
center left turn lane from the existing 
canter lane south of Jolly to south of Miller 
Road. 


It was noted that there has been a con- 
siderable increase of accidents at the inter- 
section of Holmes Road and Pleasant Grove 
Road which are mainly due to misjudgment 
on the part of vehicle operators. 


Mr. Brasseur asked about the ramp reve- 
nue, Mr. Dallmann stated there was an 


JULY 26, 1971 


increase in revenue over last year for both 
the South Grand and South Capitol Ramps. 


Mrs, Guilford asked how the pavement 
marking project was progressing. Mr. Pohl 
stated that the company was due in Mon- 
day, July 12th, but had not arrived and 
that we would wait until next Monday, 
July 19th, before taking further action. 


Mr. Wrobel asked if there had been prob- 
lems of traffic movement during the recent 
power blackout. Capt. Jackson stated there 
had not been too many as men were called 
in to direct traffic at major intersections. 


Mr. Pohl explained some of the functions 
of the computerization of the traffic signal 
systems which will be installed in Lansing 
under the TOPICS program. 

It was noted that some of signing on 
1-496 causes confusion as to where to exit 
for certain destinations. 

There being no further business—it was 


moved by Mr. Vlahakis that the meeting 
be adjourned. 


The meeting adjourned at 8:45 P.M. 


Respectfully submitted, 


LANSING TRAFFIC BOARD 
Allen T. Hayes, Secretary. 
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Members Present: Howard Lutz, Keith 
Norris, Dean Battley, Douglas Jones and 
Keith Miller—5. 


Inspectors Present: James Rice and Ray 
Dwyer—2. 


Meeting called to order at 7:00 p.m. by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as read. 


Stanley Smith, 222 S. Francis, Lansing, 
Michigan, requested permission to write 
the Journeyman’s examination. Permission 


was granted to write at the next regular 
examination night. 


Robert Regis, 2008 New York, Lansing, 
Michigan, applied for a homeowner’s per- 
mit to install a 100 amp. service at his 
home, the above address. A drawing was 
presented, but not a utility spot. 


Motion was made by Mr. Miller and 
seconded by Mr. Jones that the permit be 
granted when the utility spot was presented 
to the electrical inspector. 


Passed. 
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Donald B. Capron, 404 S, Hayford, Lan- 
sing, Michigan, requested permission to 
write the Journeyman’s examination. Per- 
mission was granted to write at the next 
regular examination night. 


John Brewer, 5133 Balzer, Lansing, 
Michigan, re-applied for a homeowner’s 
permit to instal] a 150 amp, service at his 
home, the above address. A drawing and 
utility spot was presented and questions 
answered, 


Motion was made by Mr. Lutz and sec- 
onded by Mr. Miller that the permit be 
granted, 


Passed, 


Robert Falsetta, 1130 N. Genesee Dr., 
Lansing, Michigan, applied for a home- 
owner’s permit to install a 100 amp. ser- 
vice at his home, the above address. A 
drawing and utility spot was presented and 
questions answered. 


Motion was made by Mr. Jones and sec- 
onded by Mr. Battley that the permit be 
granted, 


Passed, 


Patrick Henderson, 314 N. Francis, Lan- 
sing, Michigan, applied for a home-owner’s 
permit to install a 200 amp. service at 
his home, the above address, A drawing 
and utility spot and questions answered. 
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Motion was made by Mr, Lutz and sec- 
onded by Mr. Miller that the permit be 
granted. 


Passed. 


Robert Morgridge, 645 Paris, Lansing, 
Michigan, requested permission to write 
the “IMJ” Industrial Master Journeyman’s 
examination. Permission was granted to 
bet at the next regular examination 
night. 


James Cassidy of Holt Electric Supply 
appeared before the Board in regards to 
the use of Rigid Nonmetallic Conduit, 
Schedule #40. The Board discussed this at 
length, and could not see any problems in 
its use, provided that it complied with 
Article #847 of the National Electrical 
Code, 1968 Edition. 


Meeting adjourned at 10:00 p.m. 
Respectfully submitted, 
RAY J. DWYER, 


Secretary. 


N.M. 
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Proceedings, August 17, 1971 





Members Present: Howard Lutz, Douglas 
Jones, Dean Battley, Keith Norris and 
Keith Miller—5. 


Inspectors Present: James Rice, Dale 
Hoover and Ray Dwyer—3. 


Meeting called to order at 7:00 p.m, by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as read, 


Lawrence Conklin, 1484 New York Ave- 
nue, Lansing, Michigan, applied for a home- 
owner’s permit to install a 100 amp. service 
at his home, the above address. A drawing 
and utility spot was presented and ques- 
tions answered. 


Motion was made by Mr. Lutz and second- 
ed by Mr. Jones that the permit be granted. 


Passed. 


William Haynes, Jr., Robert Morgridge 
and Glenn Putnam were approved to write 
the Master Journeyman’s examination. 


Donald Capron, Stanley A. Smith and 
Randy R. Norton were approved to write 
the Journeyman’s examination. 

Examinations were started in separate 
rooms, under the supervision of Mr, Hoover 
and Mr. Lutz. 


Grounding and bonding of electrical ser- 
vices were discussed at length. 


Rules of administrative procedures were 
discussed, 


Meeting adjourned at 10:00 p.m. 
Respectfully submitted, 


RAY J. DWYER, 
Secretary. 


TC 
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REPORTS OF OFFICERS 


Chief Husby reported that on Sept. 3, 
1971, the City of Lansing and the Lansing 
Police Dept. were named as defendants in 
a civil action. (Gary Tyler-alleges False 
Imprisonment.) The matter has been re- 
ferred to the City Attorney. 


Accepted and placed on file. 


The report of Capt. Richard Gleason re- 
garding status of current Human Relations 
Committee complaints was submitted for 
the information of board members. 


Received and placed on file. 


Authorization for the payment of over- 
time in the amount of $471.88 was re- 
quested for the Month of August, 1971, for 
classifications III thru V. 


COUNCIL PROCEEDINGS 1169 


Comm. McConnell: I move that authori- 
zation for payment of overtime he ap- 
proved. 


Supported by Comm. Barnes. 


Carried, unanimously. 


SITES COMMITTEE REPORT 


Chief Husby submitted a report setting 
forth three resolutions which were affirma- 
tively passed by the City Council relative 
to the building of a new physical plant for 
the Department. The report was for in- 
formation of the Board members, and was 
accepted and placed on file. 


There being no further busines, the meet- 
ing was adjourned. 


Respectfully submitted, 
(Mrs.) YVONNE GROAK, 


Administrative Assistant, 
Secretary of the Board. 
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Proceedings, September 21, 1971 





Members present: Howard Lutz, Douglas 
Jones, Deane Battley, Keith Miller and 
Keith Norris—5. 


Inspectors present: Dale Hoover and 
James Rice—2. 


Inspectors excused: Ray Dwyer—1l. 


Meeting called to order at 7:00 p.m. by 
Mr. Lutz. 


Minutes of the last meeting were read 
and approved as read, 


Charles Johnson, 5225 Greenbriar, Lan- 
sing, Michigan requested permission to 
write the “J’ Journeyman’s examination. 
Qualifications being in order, permission 
was granted to write at the next regular 
examination night. 


David Jenkins, 6337 Sommerset Road, 
Lansing, Michigan requested permission to 
write the “MJ” Master Journeyman’s ex- 
amination. Qualifications being in order, 
permission was granted to write at the 
next regular examination night. 


Grey Turney, 534 Edison, Lansing, Mich- 
igan applied for a homeowners permit to 
install a new 150 amp service at his home, 
the above address. A drawing and utility 
spot was presented and questions answered. 


Motion was made by Mr. Lutz and sec- 
onded by Mr. Miller that the permit be 
granted. 


Passed. 


Donald Recchy, 1616 James, Lansing, 
Michigan applied for a homeowners permit 
to install a 100 amp service at his home, 
the above address. Drawing and _ utility 
spot was presented and questions answered. 


Motion was made by Mr. Battley and sec- 
onded by Mr. Miller that the permit be 
granted. 


Passed. 


Emils Bar, 2012 E. Michigan Avenue, 
Lansing, Michigan presented four (4) light- 
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ing fixtures to the Board for approval. 
Fixtures were examined and approved with 
modifications and temperature test to 
made by the City Fire Marshal. 


Examinations were corrected from the 
previous examination night. Passing grades 
were received by Glenn Putnam and Donald 
Capron for electrical licenses. 


OCTOBER 4, 1971 


The new 1971 National Electrical Code 
was discussed, 


Meeting adjourned at 10:30 p.m. 
Respectfully submitted, 


DALE HOOVER, 
Acting Secretary. 





OFFICIAL PROCEEDINGS OF THE 


PLUMBING BOARD 
OF THE CITY OF LANSING 





Proceedings, September 9, 1971 





The meeting was called to order by 
Chairman George Denfield at 7:30 p.m. 


Members present: George Denfield, Rob- 
ert Corbit, Claude Buxton, John Brady and 
Grey Turney—65. 


Members absent: Councilman May, Ralph 
Gunthorpe and Joe Delaney—3. 


Inspectors present: Leo Fox and William 
Miles—2. 


Old Business: 


Mr. Corbit reported on the notice that 
had been sent to Brown Brothers. Inc., re- 
garding Ordinance violations on a sewer 
project. All violations had been corrected 
and re-inspections made and permits com- 
plied with as called for in the notice. 


A discussion on the use of A.B.S. Plastic 
pipe which was held over from the last 
meeting, 


A motion was made by Mr. Buxton and 
seconded by Mr. Corbit, that A.B.S. Plastic 
Pipe and fittings be approved for use on 
all waste and vent piping, (except acid 
waste) in accordance with the same stand- 
ards as those required for P.V.C, Plastic 
pipe and fittings. 


Motion carried, 


New Business: 


Mr. David Hedlund appeared before the 
Board to speak for the approval by the 


Board of certain fittings to be used on a 
three-inch soil stack, for back to back bath 
installation. After Mr. Hedlund had spoken 
and had been discharged, a discussion was 
held by the Board on the merits of these 
fittings. 


In as much as the State Plumbing Board 
has been approving these fittings, it was 
the feeling of the Board that these fittings 
be approved. 


A motion to this effect was made by Mr. 
Buxton and supported by Mr. Corbit. 


Motion carried. 


Correspondence: 


A letter received by the plumbing in- 
spector from the Hager-Fox Company re- 
garding a hot water heater installation 
was read to the board. 


Also, a letter from City Attorney Horn- 
bach, to the Hager-Fox Company regarding 
7 installation was read and placed on 

le. 


Mr. Corbit made a motion the meeting 
be adjourned. 


There being no further business, the 
meeting was adjourned at 9:00 p.m. 


Respectfully submitted, 


G. J. TURNEY, 
Secretary. 
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OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, October 19, 1971 





Members present: Howard Lutz, Douglas 
Jones, Deane Battley and Keith Norris—4. 


Members excused: Keith Miller—1. 


Inspectors present: Dale Hoover and Ray 
Dwyer—2. 


Guest present: Woodrow Summers—1l, 


The meeting was called to order by Chair- 
man Norris, 


Minutes of the previous meeting were 
read and approved as read. 


Charles Dunning, 228 Linwood Circle, 
Lansing, Michigan requested permission to 
write the “J” Journeyman’s examination. 
Proper qualifications were presented. Per- 
mission was granted to write at the next 
regular examination night. 


William Shooltz, 1417 Knollwood, Lan- 
sing, Michigan applied for a home-owners 
permit to install a 100 amp service at his 
home, the above address, A drawing and 
utility spot was presented. 


Motion was made by Mr. Jones and sec- 
onded by Mr. Battley that the permit be 
granted, 


Passed. 


Carlisle Phillips, 5450 S. Cedar, Lansing, 


Michigan appeared before the Board in re- 
gards to a violation of his “J’ Journey- 
man’s license. The Board reviewed Mr. 
Phillips case and made certain requirements 
of any further violation of his license. 


William H. Mix, 1605 Hillcrest, Lansing, 
Michigan requested permission to write the 
“J”? Journeyman’s examination. Qualifica- 
tions were proper and permission was 
granted to write at the next regular exam- 
ination night. 


Oliver Washington, 828 Buffalo, Lansing, 
Michigan requested permission to write the 
“J”? Journeyman’s examination. Proof of 
practical and technical training is required. 
The Board advised Mr. Washington that 
six (6) more months would be required to 
meet minimum qualifications. 


Field problems were discussed and also 
a = es of the 1971 National Electrical 
le. 


Meeting adjourned at 9:45 p.m. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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liquor permit be obtained from Michigan 
Liquor Control Commission. 


Signed: 


HAROLD A. MOORE, 
JOHN T. ANAS, 

JACK D. GUNTHER, 
Committee on City Affairs. 


By Councilman Moore— 


That the report of the Committee be 
adopted. 


Adopted by the following vote: 


Unanimously, 


Councilman Ferguson stated that the 
Council was working for a tentative time- 
table on CATV as of the week of April 17 
or 24, 1972. All applicants will be called 
for oral presentation. 


NOVEMBER 22, 1971 


The following persons spoke: 

Louis Baker, 4001 Hillborn Lane. 
Anthony Nosal, 3708 Waverly Hills Road. 
Lloyd Teets, 2415 Greenbelt Dr. 

Avonne Maran, 1231 Bement Street. 
Robert Hull, 1229 Hickory Street. 


Florence Soulliere, 647 Carrier Street. 


Council adjourned at 8:45 P.M. 


THEO FULTON, 
City Clerk, 
Lansing, Michigan 
November 22, 1971 


F/B/M 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, November 16, 1971 


Members Present: Keith Norris, Keith 
Miller, Dean Battley, Douglas Jones and 
Howard Lutz—5. 


Inspectors Present: James Rice and Ray 
Dwyer—2. 


The meeting was called to order by Chair- 
man Norris. 


Minutes of the previous meeting were 
read and approved. 


Gary Freeman, Daniel E. Wilkens, 
Thomas Benner, William H. Mix, Charles 
Johnson and Charles Dunning were ap- 
proved to write the “J’? Journeyman’s ex- 
amination. 


Thomas Glennon was approved to write 
the “MJ’ Master Journeyman’s exami- 
nation. 


Examinations were started in separate 
rooms under the supervision of Mr. Rice 
and Howard Lutz. 


Floyd DeWaters, 3105 Deerfield Avenue, 
Lansing Michigan applied for a home- 


owners permit to install a 100 amp service 
at his home, the above address. A draw- 
ing and utility spot was presented. the 
drawing was in complete. Permit was 
denied. 


Thomas Latunski, 1213 Cooper Aveune, 
Lansing, Michigan applied for a home- 
owners permit to install a 100 service at 
his home, the above address. A drawing 
was present, but no utility spot. The 
drawing was incomplete. Permit was 
denied. 


The new Articles of the 1971 National 
Electrical Code was discussed at length. 


Meeting adjourned at 10:00 P.M. 


Inspectors remained to supervise the ex- 
aminations. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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ferred to Building and Properties 
Committee for further study, 


2. Manager Baer reported on the neces- 
sity of more and better trash dis- 
posal. Specifications for a compactor 
to be used in conjunction with our 
Present unit were presented. A 
motion by Commissioner Hartman, 
supported by Commissioner Carnes, 
authorized Manager Baer to lease 
the equipment and request money for 
its purchase in the next budget. 


Carried. 


8. Manager Baer reported that he had 
just received the work sheets for the 
1972-73 Budget and would have it 
ready for Board approval] at the 
January meeting. 


4, Commissioner McCartney moved that 
the Board change to meeting every 
other month rather than every 
month, with meetings to be called 
if necessary or desired at any other 


DECEMBER 27, 1971 


time. Supported by Commissioner 
Wade. 


Carried. 


G. Manager’s Report: 


1. Operating statements, budget balance 
sheets and building occupancy re- 
ports for September and October pre- 
sented. Commissioner McCartney, 
supported by Commissioner O’Don- 
nell, moved that a special committee 
for Public Relations and Advertising 
be set up to investigate ways and 
means for setting forth the avail- 
ability and uses of our facilities, the 
smaller meeting rooms in particular. 


Carried. 
Commissioners Roznowski and O’Don- 
nell to serve, with Dick Carroll, Lan- 
sing Convention Bureau, as an asso- 
ciate. 

H. Announcements: 


1. Next meeting to be January 18, 1972. 





OFFICIAL PROCEEDINGS OF THE 


BOARD OF ELECTRICAL EXAMINERS 
OF THE CITY OF LANSING 





Proceedings, December 14, 1971 





Members Present: Howard Lutz, Diane 
Battley, Keith Norris and Keith Miller—4. 


Excused: Douglas Jones—1. 


Inspectors Present: Dale Hoover and Ray 
Dwyer—2. 


Meeting called to order at 7:00 p.m, by 
Chairman Norris. 


Minutes of the last meeting were read 
and approved as read. 


Thomas Latunski, 1218 Cooper Ave., 
Lansing, Michigan, applied for a Home- 
Owner’s permit to install a 100 amp ser- 
vice at his home, the above address. A 
drawing and utility spot was presented, and 
questions answered. 


Motion was made by Mr. Battley and 
seconded by Mr. Miller, that the permit be 
granted. 


Passed. 


Examinations were corrected from the 
previous examination night. A passing 
grade was received by Thomas Glennon for 
an Electrical Master Journeyman’s license. 


New examinations were discussed at 
length. 


Mr. Norris called a Special Board meet- 
ing for January 11, 1972, at 7:00 p.m, in 
regards to writing new examinations. 


Meeting adjourned at 9:30 p.m. 


Respectfully submitted, 


RAY J. DWYER, 
Secretary. 
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